not exceed $1,000.  The largest charge related to some metering equipment
installed for a coal company other than the coal companies specifically
involved in this proceeding (Tr. 21-23).

4.   OD serves all customers of all types in its service area, including
coal companies, manufacturing companies, clothing stores, fast-food restau-
rants, and residences. It has more residential customers than any other type
of customers (Tr. 19). Westmoreland Coal Company is among the customers which
OD serves.  OD's contracts with Westmoreland and its predecessor, Stonega Coal
and Coke Company, date back to 1917 (Tr. 23),  The contract with Westmoreland
was updated in December 1952, to be effective on January 1, 1953s and provides
for specific delivery points and voltages, with the right of Westmoreland to
seek additional points of service (Tr. 24). OD presently has about 20 places
where service is rendered to Westmoreland, some for Westmoreland's own use

and some for operations involving companies which have contracted to mine
coal for Westmoreland (Tr. 28).

5.   The electrical substation involved in this proceeding was erected
on land owned by Penn-Virginia Resources Corporation and leased by Westmore-
land.  Power from the substation is received for use in a mine which Westmore-
land has leased to Elro Coal Corporation and all coal produced by Elro is sold
to Westmoreland which, in turn, sells the coal for steam aenerating purposes
(Tr. 13).  Westmoreland hired Vanderpool Electric Corporation to construct a
transmission line from one of its existing substations to the substation in-
volved in this proceeding (Tr. 43).  The substation was constructed by West-
moreland so that Elro could receive power to operate the equipment in its

No. 3 lllne and Westmoreland operates the substation and is billed by OD for
power received at the substation (Tr. 27-28).

6.   The only factllities installed by OD's employees at the substation
consist of three current transformers, two potential transformers, and a meter
(Tr. 34).  Two of OD's employees had been to the substation to install those
facilities prior to the time the substation was first energized (Tr. 35).  OD
did not charge Westmoreland any specific fee for installing the facilities
other than the charge which OD makes for power delivered to the substation.

OD does not consider the installation made at the substation to be any different
from the type of work which is done at any other delivery point to any other
type of customer (Tr. 29). Occasionally, OD installs check meters for some of
its customers, but when it does so, it only charges its customers the price
which it pays for such equipment, plus storage, freight, and handling expenses
(Tr, 29).  OD normally does not have to send its personnel to a substation more
than once each month for the purpose of reading the meter, unless some special
problem occurs (Tr, 35).  If problems do occur at a substation, the customer
calls OD and OD's employees determine what the cause of the problem is and
make repairs, acting independently of its customer's employees if the problems
are related to the facilities installed by OD (Tr. 81).

7.   Inasmuch as this proceeding involves a fatal accident which occurred
at the substation discussed above, it is necessary that the substation be

2723, because
